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passes over this series of holes in the tube, allowing oil to
flow through hole j and tube k to the turret hole and thence
through oil-tubes in the tool. Oil is delivered to only the
lowest turret hole, which is in line with the spindle of the
machine; all other holes in the turret are shut off. The
position in which oil-tube g is clamped determines when

Machinery

Fig. 23.    System" of distributinq Coolant on   Multiple-spindle
Drilling  Machine
the flow of oil will commence; in other words, it is possible
to have the flow of oil through the tool for the full length
or any part of the stroke, the idea being that if the work is
short, the oil will not start to flow until the tool has reached
the work; it is for this reason that adjustment of oil-tube
g is provided. The supply of oil may be shut off by closing